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wide with 15-ft. radii at the corners. The average ordinates to top of
curb at each station are 0.22, 0.53, 0.90, 0.62, 0.58, 1.00, 1.17, 1.28, 1,10,
0.76, 0.53, 0.33, and 0.25, respectively. What are the area of the pavement,
tke grand average ordinate, and the total volume of earthwork, exclusive
of curb excavation?
6-6. On the street in Probs. 6-4 and 6-5 the outer edges of the sidewalks
are 6.0 ft. from the property lines. The average cut from the ground
surface to top of curb is 0.9 on one side and 1.2 on the other. What is the
amount of parking excavation, making allowance for the cross streets?
What will it cost to finish the parkings at 6 cts. per square yard neglecting
any cross walks?
6-7. A granite boulder is roughly spherical and about 6 ft. in diameter.
How much dynamite will be required to break it up by each of the three
common methods?